Message 


From: Lord, Spencer (SUF) [/O^COM MON WEALTH OF MASSACHUSETTS/OU-MASSMAJL- 

Ol/CN=RECIPIENTS/CN=SPENCER.LORD] 

Sent: 2/20/2012 3:48:10 PM 

To: Khan, Annie (DPH) [/O^COM MON WEALTH OF MAS$ACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan] 


Hi Annie - 

Hope you're doing well. Would you mind forwarding your bench notes for these certs when you have time? Thanks! 

-Spence 

Spencer Lord 

Assistant District Attorney 

Suffolk County District Attorney's Office 

One Bulfinch Place 

Boston, MA 02114 

(P): 617-619-4117 

(F): 617-227-4731 
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